To: 

From: 

Sent: 


Easter, PatriekfEaster. Patrick@epa.gov] 
Eoc, Epahq 

Tue 8/11/2015 7:17:51 PM 


http://www.usatoday.eom/story/news/nation/2015/08/l 1/epa-we-misjudged-pressure -gold-mine- 
before-spill/3 1447379/ 

htt p://www.cnn.com/20 i 5/08/ 1 0/us/epa-river-spill-residents/ 


http://www.wvtml3.com/national/animas-river-toxic-spill-this-is-a-real-mess/34642496 


, Watch Officer 

U.S. Environmental Protection Agency 

Headquarters Emergency Operations Center 

1200 Pennsylvania Ave 

Washington, DC 20004 

202-564-3850 

mailto:eoc.epahq@epa.gov 


1803136 


ED 000552D 00014292-00001 



